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ACTION OC-05 

INFO OCT-01 CCO-OO ISO-OO /006W 

067103 

R 221645Z APR 76 
FM AMCONSUL CASABLANCA 
TO AMEMBASSY CAIRO 
INFO SECSTATE WASHDC 4080 
AMCONSUL KARACHI 

CONFIDENTIAL CASABLANCA 0446 

CAIRO FOR RSO, KARACHI FOR RCO 

E.O. 11652: GDS 

TAGS: ACOM, ASEC 

SUB J : CRC ALARM SYSTEM 

REF: CAIRO 5436 

1 . ASSUME ULTRASONIC ANTI-INTRUSION ALARM WILL SUFFICE. 

PLEASE ADVISE FOLLOWING: 

(A) IS IT REQUIRED THAT ALARM SYSTEM WIRING WITHIN PARENT ROOM 
BE INSTALLED IN CONDUIT? 

(B) IS ALARM SYSTEM REQUIRED FOR ENTIRE PARENT ROOM OR ONLY 
STATE PORTION? 

2. IN VIEW OF INCREASED DANGER OF FIRE WITH UNATTENDED 
OPERATIONS, SOME POSTS ARE CONSIDERING INCLUSION OF SMOKE 
DETECTORS WITH ALARM SYSTEM. IF SMOKE DETECTOR IS REQUIRED 
WITHIN ENCLOSURE, WHERE FIRE DANGER IS SEVEREST. THERE ARE 
ADDITIONAL CONSIDERATIONS OF RESPONSE AND OF ISOLATORS FOR 
WIRING AT ENCLOSURE WALL. DOES POST DESIRE ANY RTC ACTION 
REGARDS SMOKE DETECTORS? 

3. NOW ESTIMATING ARRIVAL TSO FRANK AND SEABEE MORROW AT CAIRO 
IN MID-MAY. IT MAY BE POSSIBLE TO INCLUDE SYSTEMNINSTALLATION 

IN WORK TO BE DONE. IF CONDUIT IS REQUIRED, POST MUST 
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SUPPLY. 
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